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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 09494 111918Z 
66 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

064180 

R 111450Z SEP 75 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 0104 

UNCLAS CARACAS 9494 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUBJ: MAJOR PROJECT: CENTRO STEAM POWER PLANT. CADAFE 
REF: STATE 211382, CARACAS 9339 

1. CADAFE NOW INFORMED EMBASSY THAT TURNKEY CONTRACT FOR 
ENTIRE FIRST STAGE OF PLANT ALSO WAS GRANTED TO KRAFTWERKE- 
UNION OF GERMANY. PLANT IS TO BE DESIGNED FOR 2000 MW FIRST 
STAGE TO DELIVER 800 MW. 

2. THE CENTRO STEAM POWER PLANT WILL BE LOCATED NEAD PUERTO 
CABELLO AND EARCH MOVING HAS COMMENCED. 

SHLAUDEMAN 
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Errors: N/A 
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From: CARACAS 
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